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ACTION EB-07 

INFO OCT-OI EUR-I2 ISO-00 FRB-01 /021 W 

036992 

R 1321 12Z JUN 75 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 6713 

UNCLAS OTTAWA 2228 

PASS FRB FOR SYDNEY KEY 

EO 11652 NA 
TAGS ECON EFIN CA 
SUBJ CANADA'S GNP 

REF KEY/LEARY TELCON JUNE 13 

1. SHORTLY AFTER TELCON, EMBASSY RECEIVED FROM STATISTICS 
CANADA NEW AND REVISED DATA ON CANADIAN GNP THROUGH FIRST 
QUARTER 1975. COVERING NOTE INDICATES THAT DATA FOR 1971 TO 

1974 HAVE BEEN REVISED FOLLOWING NORMAL PRACTICE AND CONSTANT 
DOLLAR DATA HAVE BEEN REBASED TO 1971. EXTENDED ANALYSIS AND 
FURTHER DETAILS ON REBASING WILL BE PUBLISHED IN JULY. 

2. FOLLOWING ARE TOTAL FIGURES ON GROSS NATIONAL EXPENDITURE 
BY QUARTERS IN CONSTANT (1971) DOLLARS, SEASONALLY ADJUSTED 
AT ANNUAL RATES, IN MILLIONS OF DOLLARS: 

1972 1973 1974 1975 

I 96,432 104,104 109,184 106,996 

II 99,084 104,988 108,836 

III 99,364 106,332 108,860 

IV 101,376 108,224 108,568 

YEAR 99,064 105,912 108,862 

3. STATCAN DOCUMENT BEING AIRMAILED TO KEY AS REQUESTED. 

NOTE DATA ARE 1971-BASED RATHER THAN 1961-BASED AS 
REQUESTED. ADVISE IF MORE INFO REQUIRED. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: GNP, ECONOMIC DATA, ECONOMIC REPORTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975OTTAWA02228 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750207-0735 
From: OTTAWA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750652/aaaabvme.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 KEY/LEARY TELCON JUNE 13 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 FEB 2003 by PhilliR0>; APPROVED <12 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: CANADA'S GNP 
TAGS: ECON, EFIN, CA 
To: STATE 
Type: TE 
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